DOc HARRIS STADIUM 


DEDICATED IN HONOR OF DR. ARTHUR 
K. HARRIS (1894-1990) FOR HIS 
DEVOTION AND SERVICE TO THE 
ATHLETES AND CITIZENS OF CAMAS. 


Doc HARRIS ESTABLISHED HIS HOME 
IN CAMAS IN 1931. FOR MORE THAN 
50 YEARS, HE OFFERED FREE PHYSICAL 
EXAMS TO ATHLETES IN THE CAMAS 
COMMUNITY. DURING THIS TIME, HE 
WATCHED OVER THE ATHLETES FROM 
THE SIDELINES AT VIRTUALLY ALL OF 
THE FOOTBALL GAMES IN CAMAS AS 
WELL AS AT MANY OTHER VENUES. 


THE ORIGINAL STADIUM WAS BUILT IN 
1959. ON SEPTEMBER 18, 1970, THE 
STADIUM WAS NAMED THE DR. ARTHUR 
K. HARRIS STADIUM TO HONOR THE 
SIGNIFICANT CONTRIBUTIONS HE MADE. 
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“A LONG TIME AGO A SHEPHERD TAUGHT ME: GIVE AND YOU SHALL RECEIVE. 
THIS | HAVE DONE. 
. THE COMPENSATION FOR GIVING IS THE GIVING.” 


—DR. ARTHUR HARRIS 
QUOTED ON THE EVENING OF THE FIRST STADIUM DEDICATION 


THE FACILITY 


JUST OVER FIFTY YEARS AGO, THE ORIGINAL STADIUM WAS CONSTRUCTED 
WHEN CAMAS WAS HOME TO 5,600 RESIDENTS; IT SEATED 1,500 
SPECTATORS. TODAY MORE THAN 18,000 PEOPLE MAKE CAMAS THEIR HOME. 
THE NEW STADIUM NOW ACCOMMODATES 4,000 GUESTS INCLUDING COVERED 
SEATING IN THE VISITOR SECTION. HANDICAP ACCESSIBLE SEATING IS 
AVAILABLE ON THE MAIN LEVEL OR ON THE UPPER LEVEL WITH EASE OF AN 
ELEVATOR. THE CONCESSION SPACE HAS TRIPLED ALLOWING FOR MORE 
VOLUNTEERS TO SERVE REFRESHMENTS. 


A STATUE OF DOC HARRIS STANDS AT THE BASE OF THE STRUCTURE 
COMMEMORATING HIS CONTRIBUTIONS. 


